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General Directorate of Infection 


Prevention and Control 


e Review the need for the 
catheter daily; when no 
longer needed, remove it 
as soon as possible 


e Maintain unobstructed 
urine flow and Keep the 
urine bag below the 
level of the bladder 
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CAUTI Prevention 
Bundle- 
MAINTENANCE 


e Hand hygiene before 
each and every patient 
contact and any device 
or site manipulation 


e° Keep catheter properly 
secured to prevent 


movement and urethral e Empty urine bag 

traction. regularly and maintain a 
sterile, closed drainage 
system. 
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